AMENDMENT NO. 1 JUNE 2012 
TO 
IS 15711 : 2006 ROAD VEHICLES — COMPRESSED 
NATURAL GAS (CNG) FUEL SYSTEM 
COMPONENTS — PERFORMANCE AND GENERAL 
TEST METHODS 


(Page 2, clause 6.1.2) — Substitute ‘20 N cmV/h (The symbol ‘N’ 
indicates conversion to normal temperature and pressure condition, NTP, that 
is, 760 mm Hg pressure and O°C temperature)’ for ‘20 cm?/h (normal)’. 


(Page 2, clause 6.4.2.1) — Insert the word ‘atleast 8 h’ after 
‘conditioned’. 

(Page 2, clause 6.4.2.2) — Insert the word ‘atleast 8 h’ after 
‘conditioned’ . 


(Page 2, clause 6.4.2.3) — Insert the word ‘atleast 8 h’ after ‘conditioned’. 
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